AMENDMENT NO. 1 JULY 2018 
TO 
IS 623 : 2008 BICYCLE — BICYCLES FRAMES — SPECIFICATION 


(Third Revision) 
(Page I, clause 4.1) — Substitute the following clause for the existing: 
“4.1 Frame Tubes 


The frame shall conform to the dimensions specified in Fig. 1, Fig. 2 or Fig. 3. The dimensions of the tubes 
specified in Fig. 1, Fig. 2 or Fig. 3 shall comply with those given in IS 2039 (Parts 1 to 3).’ 


(Page 2, Fig. 1) — Substitute the following for the existing figure: 


29 min. GAP 
BETWEEN BRIDGE 
AND TYRE 


HEAD TUBE, 
@ 31.8 OD 


TOP TUBE 
@ 25.4 0D 


SEAT TUBE 
@ 28.6 OD 


111415 


BOTTOM TUSE 
@28.6 OD 


GAP, 11.0 max. 


34.8 X 1.06 PITCH, BICYCLE THREAD 
RH FOR THIS SIDE, LH FOR CHAIN SIDE 


66.8 ; 105 + 15 


29 min. GAP BETWEEN 
BRIDGE AND TYRE 


All dimensions in millimetres. 


FIG. | BICYCLE FRAME (SCHEMATIC) 


Price Group 2 


Amendment No. 1 to IS 623 : 2008 


(Page 3, Fig. 2) — Substitute the following for the existing figure: 


29 min. GAP 
BETWEEN BRIDGE 
AND TYRE 
HEAD TUBE, 
@ 31.8 OD 


TOP HEAD LUG 


@ 25.4 0D 


SEAT TUBE 
@ 28.6 OD 


55.6 min 


SEAT STAY 
TUBE 


111415 


DOWN TUBE 
@28.6 OD 


GAP, 11.0 max. 


34.8 X 1.06 PITCH, BICYCLE THREAD 
RH FOR THIS SIDE, LH FOR CHAIN SIDE 


a , 
66.8 : 105+ 15 
ate 
Letdnememes tf 


29 min. GAP BETWEEN 
BRIDGE AND TYRE 


All dimensions in millimetres. 


FIG. 2 LADIES BICYCLE PARALLEL BAR FRAME (SCHEMATIC) 


Amendment No. 1 to IS 623 : 2008 


(Page 4, Fig. 3) — Substitute the following for the existing figure: 


29 min. GAP 
BETWEEN BRIDGE 
AND TYRE 


HEAD TUBE, 
@ 31.8 OD 


TOP HEAD LUG 


SEAT TUBE 


@ 28.6 OD 
LINER _ 


\ 
\ CURVED TUBE 
@ 25.4 OR 922.2 OD \\ 
BOTTOM CURVED TUBE pe.6 mH. \ 
HEAD LUG BRIDGE 
(OPTIONAL) 
SEAT STAY 


TUBE 
- 111415 


DOWN TUBE 
@28.6 OD 


GAP, 11.0 max. 


BOTTOM BRACKET 34.8 X 1.06 PITCH, BICYCLE THREAD 


RH FOR THIS SIDE, LH FOR CHAIN SIDE 


66.8 —t 105 +1.5 
. 


22" | 56045 
610 +5 


29 min. GAP BETWEEN 
BRIDGE AND TYRE 


All dimensions in millimetres. 


Fic. 3 LADIES BICYCLE CURVED BAR FRAME (SCHEMATIC) 


(TED 16) 
Publication Unit, BIS, New Delhi, India 


